
TTTT Tr»\HO k WAJBHTVnTON NOBTIISRN RAILBOAJ) B&IDOE 
Cr*c*«d P<mct OrvUSft 1 n«ar lone. WaaMncton painted with CAJLBON 

COATING. 


1 I r ' ^ 



^ ' P- ..ROAD BRIDOE 

MlssouTl El^«i AiiA, N«ut., i^e«ui«a And painud duTln< samm«r of 1906: part 

*'r«Um r«c«&TLu« »o eo«ta« uid aU omban^^ -^rfwcm ocm coat of CARBOKTZTNO 
«T»tTrtad with CaTbonlxtns CoaUng In . . eoa coat (7) yaaxa semca. 

• b««t pTcvloua racoffd for a paint on tMa bridge thr*« (3) yaaxi. 



rt^ e EIGHT TRACK SOLX^O LIFT BRIDGE 

r^J^^ SaaittiT D. ChlcAgo, Hi. ; two w«>t aectlon* operated by Pan Handla Railroad 

S'5'c^B^f^a1^:JG c^^^ ^'^"^ ^^^-^ '"^^^ "^'^^ 





ABMOXJR SWIFT BURLINOTOK MISSOXJRI RIVER BRIDOE 
(Fratt Bridge); Kansas City, Mo.; McCUntlf%Maraliall Construction Company. Contracton. 
VJ.iMX) tons; erected and painted wi4 CARBONIZING COATING In 1911. 



SIXTH STREET VIADUCT 
SUnsaa City. Mo.; erected 1006; painted wltU OARBONIZINO COATTNG; examined yearly; 
Thtu far len than deterioration. 

CARBONIZmo COATING Protecta when all other paints falL 



THE NEW CANTILEVER BRIDGE 
Of the PitUbargh * lAke Erie R^lroad, N«w York Central Linea, over Ohio RWer at 
Beaver. Pa : weight 16.000 tons; erected In 1910. thU bridge cleaned and pointed two coata 
of CARBONIZING COATING during aummer of 1911. 

CARBONIZING COATING i» the only Reliable Preserver of Iron and Steei 




TWENTIETH STREET VIADUCT 
Denver, Colo.; erected daring 1909 and 191U; painted with CARBONIZING COATING, the 

never-falling Preserver of Steei 



MARKHAM GULCH VIADUCT . . i 

On Bingham & Garfield Railroad, Bingham Canyon. Utah: 220 feet high; erected and painted 

with CARBONIZING COATING 1911. 



COALING STATION. NEW YORK OtfTTRAL LINES, ROCHESTER, N. Y. 
Painted with CARBONIZING COATING PAINT. 


t 



TIIE NEW CANTILEVER BKIDOB 
Of Uio PlttaburgU & Lftko Erlo Hallroad, Now York Central Llnofl, over Ohio Rlvor at 
Boftvor. Pa.; weight 10,000 tons; oroctod lu 1010; thU bridge cloanod and painted two coats 
of CARBONIZING OOATlNO dv\ring Rummer of 1011. 

CARBONIZING COATING irt the only BoUablo Prcaorvor of Iron and Stool. 




PTrtHT TRACK ROLLING LIFT BRIDGE 
With CARBONIZmO COATING. 


COALING STATION, NEW YORK CENTRAL LINES, ROCHESTER, N. Y. 
Painted with CARBONIZING COATING PAINT. 


ERIE RAILROAD. PENHORN CREEK VIADUCT, JERSEY CITY. N J. 
Four-track structure 2650 foot long; erected 1910; ilfth section painted with CARBONIZING 

COATING. 



■"•■II 1 1 1 





r^XTTvn <:TRFET BRIDGE OF PENNSYLVANIA RAILROAD. NEWARK. N. J. 
"^"^^Mc d " bn^^ p^^^^^^ coat CARBONIZING COATING 1911. 


RAILWAY SHOPS OF ATLANTIC COAST LINE RAILROAD CO.. AT WAYCROSS, GA. 
Erected 1906-1007; aU Iron and stool painted with CARBONIZING COATING. 


PARTIAL VIEW OF FLORIDA EAST COAST LINE RAILWAY 
Construction over Florida Keys, portion of which was painted with CARBONIZING 

COATING. 






4> 

.piinun n K tf ' 







COLORADO RIVER BRIDGE 
Of the San Antonio & Arkansas Pass Railway, near Altair. Texas; 275 
feet through riveted structure; erected by the Virginia Bridge & Iron 
Company at Memphis Shops; painted with CARBONIZING COATING. 


PENNSYLVANIA RAILROAD COMPANY PASSENGER STATION 

AND TERMINAL, PITTSBURGH, PA. 


PENNSYLVANIA RAILROAD COMPANY PASSENGER STATION 

AND TERMINAL, PHILADELPHIA, PA. 


WIND RIVER BRIDGE 
Spokane, PortUnd «: SeatUe Railway (HUl System). Painted with 

CARBONIZING COATING. 







COLUMBIA RIVER BRIDGE 
Chicago, Milwaukee & St. Paul Railroad Company. Beverly. Washington; erected 1907; 

painted with CARBONIZING COATING. 


PENNSYLVANIA RAILROAD BRIDGE 
Across the Potomac River at Washington, D. 0. 


MISSOURI RIVER BRIDGE 
Chicago. BUlwaukee & Puget Sound RaUway. Lombard, Montana. 



Maintenance Expense and First Cost to a Minimum 


MANUFACTURED EXCLUSIVELY BY 



London, E. C, England 


THE GOHEEN MANUFACTURING COMPANY 


CANTON, OHIO, U. S. A, 


i 
I 


